CATHEDRAL  OF  S.S.  PETER  AND  PAUL  jg^^^ 

Rising  above  the  northwest  hills,  the  National 

Cathedral  occupies  a  commanding  site  on  Mt.  > 
St.  Albans.   It  is  English  Gothic  in  style  and  its 

architects  were  Henry  Vaughn  of  Boston  and  S 

Dr.  G.  F.  Bodley  of  London.  o 
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